/  3 


Wdon  3.  B. 


idon  i/^runing^ 

SERVICE 


1 1  EIGHTH  AVENUE  CARBONDALE,  PENNSYLVANIA  PHONE  282-5997 


November  1  1971 


STATSIv'ENT 


Mias.  E.J. Windsor 
14  Dart  Ave . , 

Car bond ale ,  Penna. 


Oct  25 

Clean  and  Service  Oil  Burner - §  16. 


ELECTRIC  MOTORS 


HEATING 


MACHINE  V/ORK 


CONTROL  SYSTEMS 


